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Message Text 

UNCLASSIFIED 

PAGE 01 VIENNA 07674 250925Z 
ACTION OES-09 

INFO OCT-01 EUR- 1 2 ISO-OO 10-14 SOE-02 NRC-07 ACDA-12 
CEQ-01 SAS-02 /060 W 

105445 252003Z/15 

R 250859Z AUG 78 

FM AMEMBASSY VIENNA 

TO SECSTATE WASHDC 7708 

USDOEHQ WASHDC 

USDOEHQ GERMANTOWN 

INFO BROOKHAVEN UPTON NEW YORK 

UNCLAS VIENNA 07674 

USIAEA 

DEPT PASS IO/SCT 

DOE PASS AMMONS, IA AND BARTELS, SS 
BROOKHAVEN FOR LEON GREEN 

E.O.l 1652: N/A 

TAGS: ENRG, TECH, IAEA 

SUBJECT: TRANSFER OF IAEA SAFEGUARDS ANALYTICAL LABORA 
TORY (SAL) RESIDUES 

REF: STATE 54174 

1 . AGENCY WISHES OFFICIAL CONFIRMATION THAT ITS FINAN- 
CIAL OBLIGATIONS ARE LIMITED TO PACKING, SHIPPING AND 
ANY OTHER COSTS INVOLVED IN DELIVERY OF MATERIAL TO DOE- 
DESIGNATED FACILITY. 

2. BASED ON REFTEL AND ENSUING CORRESPONDENCE BETWEEN 
MISSION AND AGENCY, WE ASSUME THAT ACTUAL STORAGE COSTS 
ARE BORNE BY DOE, SO THAT ANSWER TO PARA 1 IS AFFIRMA- 
TIVE. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 VIENNA 07674 250925Z 

3. PLEASE ADVISE IF ASSUMPTION IS CORRECT. LEAHY 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: FISSIONABLE MATERIALS TRANSFER, LABORATORIES, NUCLEAR SAFEGUARDS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 25 aug 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978VIENNA07674 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780349-0133 

Format: TEL 

From: VIENNA USIAEA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 9780821 /aaaaardx. tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 703d755b-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 STATE 54174 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1614007 
Secure: OPEN 
Status: NATIVE 

Subject: TRANSFER OF IAEA SAFEGUARDS ANALYTICAL LABORA- TORY (SAL) RESIDUES 
TAGS: ENRG, TECH, IAEA 
To: STATE COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/703d755b-c288-dd11-92da-001cc4696bcc 
Review Markings: 
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